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3767 custjd 
271294 inspjd 
33620 site id 


PRISCILLA VALENTINE 

925 133RD ST. CT. N W 
GIG HARBOR, WA 96332 


Customer ID: 3767 
Certificate: 91-C-0055 

Site: tRA 

PRISCILLA VALENTINE 

Inspection 

Type; ROUTINE INSPECTION 
Date; MAY-12-2006 


Location; Dixcn Fair, Dixon, CA 

No non compliant items identified on this inspection 



